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The details of the fitting of these and of other members are rendered clear by the drawings, so that little reference thereto is necessary. Tenons and mortices and shouldered joints are the rule, and long bolts unite every portion. Broad timber washers support the bolt heads and nuts.
Fig. 130.
The main beams are fastened down to the A frames with long strap bolts. The ends of top and bottom sills are bonded. The ends of the main beams have cast-iron caps with stout lugs through which the truss rods pass. The centre strut is a casting. Platforms, protected with